MFJ-4110 COMPACT AC POWER SUPPLY 


GENERAL DESCRIPTION: 


The MFJ-4110 AC Power Module is a compact power source for MFJ QRP tranceivers. 
To operate, attach the MFJ-407-1109 AC wall adapter and tranceiver power cord to the 
appropriate jack. An LED indicates when power is applied. The output of the MFJ-4110 
is approximately 13.8 V at no load. At home or on the road, the MFJ-4110 stores easily 
and sits neatly on any operating surface. 


SCHEMATIC DIAGRAM: 


PARTS PLACEMENT: 


Note: Low line voltage (below 115 VAC) or sub-standard AC waveform may cause AC 
hum on transmitted signals. Jumper D1-D3 to correct. 
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